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Chief, Physical Security Division 


Arrangements of Guard Posts, Now 
Headquarters Building 


+ ,, m 1 \. /ny e»ard plan made up at thio time is perforce tenta- 
tiyo. Many projects now under study or to be studied in tho 
future could affect guard requirements one way or another} for 
instance, tho final decision on exterior fencing, tho typo of 
badge system to bo used, tho final allocation of space, ^tc 7 
Howovor, it is believed that tho following plan will prove to 
bo substantially adequate and will suffice for ostimatini? 
purposes, 44 

2. The plan is based upon tho assumption that there will 
be a perimeter fence. ’ U " L 


3. Location of posts and schedule of hours. 


POSTS 


EXTERIOR 


Hrs. 
Per Day 


Hrs, 
For Wk# 


No, Entrance 
Gate 

1 Man Post, 2k hrs,, 7 days 

2k 

168 

So. Entrance 
Gate 

1 Man Post, 2k hrb«, 7 days 

2k 

168 

Perimeter 

Patrol (Jeep) 

2 Mon, 2lt hrs,, 7 days 
(trill cover parking lots 
0900-1600) 

1x8 

336 

•2. ■ 

Parking Lots 

2 Mon each 0700-0900 

1600-1800 5> days 
per week 

16 

80 

Directors 

Entrance 

1 Man, 2k hrs., 7 days 

21* 

168 
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ENTRANCES 

INTERIOR 

Hrs. 
Per Day 

Hra, 
Por Wk, 

A 

1 Man, ?I* Hrs e , ? days 

21* " 

168 

B 

1 Man, 2h Hrs*, 7 days 

21* 

'•168 

G 

1 Kan, 21* lire*, 7 days 

21* 

168 

Cafoteriae 

2 Entrances, 1 Kan Each, 
0700-1800, 5 days 

22 

no 

Delivery 

2-1 Man each 

0000-1600 - 6 days 

16 

96 

VIP Reception 

1 Man, 21* hrs., Mon thru 
Sat 

2U 

U*l* 

Elevators 
(chocking badges) 

I* Mon, 0700-1000, 5 days 

55 

275 

Roving 

*2 Men por floor, 21* hrs., 
7 days (8 floors) 

331* 

2688 

Restricted Areas 

(5) 1 Man each, 21* hra,. 

120 

81*0 


7 days (This fignr© might 
bo adjusted according to 
tho number of receptionists 
used and their hours 


#N0TBi If more doors aro opened for use of employees during 
rush hours, they can bo manned by drawing from tho 
roving floor guards* 

1*. To man tho above posts would require a total of 5577 
hours por week or 290001* hours per year* The working hours per 
year por guard is 1756* On this basis, 165 guards would be 
required. If they are PBS guards the supervisory force would 
be furnished. 
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